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SUBJECT: FEASIBILITY 

FOR VIENNA V 

DETERMINATION OF A KU-BAND ROSET 

1 

SYSTEM | 

1 




1 

1. 

PURSUANT TO 

RECENT TDY DISCUSSIONS BY DD/FBIS 

AND C/E|SG 


REGARDING PROSPECTS OF A KU-BAND ROSET SYSTEM AT VIENNA-. THE BUREAU 
IS REQUESTED TO CONTRACT WITH APPROPRIATE LOCAL STRUCTURAL AND| 
ANTENNA CONTRACTORS TO DETERMINE THE FEASIBILITY AND ROUGH 0RD|ER OF 
MAGNITUDE COST OF A LOCAL VENDER-SUPPLIED ROSET SYSTEM. ANTENjNA 
INSTALLATIONS ON FLAT BUREAU ROOF SURFACES 

SHOULD BE CONSIDERED AND EVALUATED. V | 

2. THE EXACT TECHNICAL SYSTEM SPECIFICATIONS ARE TO^E | 
DETERMINED-. BUT THE ESTIMATED SYSTEM SHOULD BE CAPABLE OF CRUISING 
EUROPEAN KU-BAND SATELLITE RESOURCES AND AT A MINIMUM SHOULD INCLUDE 
A FLEXIBLE ANTENNA CONTROL SYSTEM AND AN APPROPRIATE DOWN CONVERTER/ 
DEMODULATOR SYSTEM TO MONITOR ONE TV SIGNAL-. TWO PRESS SERVICE) 
CIRCUITS*. AND ONE AUDIO CHANNEL. V I 
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